EN NN 


Sirius Software Presents: 


PULSAR II 


Requires 48K, Apple II, or Apple II+ 13 or 16 Sector Copyright © 1981 by Sirius Software, Inc. 











DISKETTE CARE AND HANDLING INFORMATION 


Protect Proteger 

Proteger Schutzen 
ff 

No No 

Non Falsch 
= 


Insert Carefully = Insertar 
Inserer avec soin Sorgfaltig Einsetzen 


EASE 
Never Nunca 
Jamais Nie 


REXT FEE 


10°C-52°C 

50 °F-125 °F 

Never Nunca 
Jamais Nie 


REX FE ar 
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